tiUCOSMETAi: 


WATER 


COOLERS 


Rio 23 Water Cooler 



The Rio 23 water cooler has a capacity of 22 litres per hour of chilled fresh water, and is avail- 
able in cold & ambient and hot & cold versions. The units have removable stainless steel tanks 
and the Rio23H has an 8 litre per hour removable hot tank. The cabinets are plastic coated gal- 
vanised steel and are dismountable. 

Model: Rio23ARI Cold & Ambient 

Riol2HRI Hot & cold 

Capacity: 22 litres/hour cold 

8 litres/hour hot 
Temperature: 8-12°C 46-53°F 

90°C 194°F 
Tank: Removable Stainless steel 

Compressor: 1/12 HP 
Power: 140 140 800 watt 

Dimensions: 325W x 340D x 970H mm 
Net weight: 24 19 23kg 


Colours: 
Cabinet 


CI White 


C8 Silver 


Facia / Lid 


PI White 


P2 Black 


P3 Dark red 


